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Message Text 

CONFIDENTIAL 

PAGE 01 BUDAPE 0I64I I90743Z 
ACTION SY-05 

INEO OCT-OI ISO-00 /006 W 

I9I248Z 080185/40 

R 18152IZMAY 77 
EM AMEMBASSY BUDAPEST 
TO SECSTATE WASHDC 8540 
INEO AMCONSUL ERANKEURT 

CONEIDENTIAL BUDAPEST 1641 

SY CHANNEL 

DEPT FOR A/SY/OPS/T; FRANKFURT FOR OIC/RTC 

E.O. 1 1652 GDS 
TAGS: ASEC 

SUBJECT: MICROWAVE MEASUREMENTS - BUDAPEST 

1 . POST CHARGE MR. ROBERT C. MUDD WAS BRIEFED ON THESE 
EINDINGS. 

2. SIGNALS DETECTED: 

A. EREQ. 4.65 GHZ, BW 4 MHZ, PULSED RE WITH ESTIMATED 
POWER OE 5 PICOWATTS. 

B. EREQ. 7.05 GHZ, BW 4.5 MHZ, PULSED RF WITH 
ESTIMATED POWER OE 64 PICOWATTS. 

C. EREQ. 7.35 GHZ, BW 500 KHZ, PULSED RE WITH 
ESTIMATED POWER OE 7 PICOWATTS. 

D. EREQ 7.38 GHZ, BW 20 KHZ, UNMODULATED CARRIER 
WITH ESTIMATED POWER OF 6 PICOWATTS. 

E. EREQ. 7.42 GHZ, BW 20 KHZ, UNMODULATED 
CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 BUDAPE 0I64I I90743Z 

CARRIER WITH ESTIMATED POWER OE 6 PICOWATTS. 

E. FREQ. 7.45 GHZ, BW 500 KHZ, PULSED RF WITH 
ESTIMATED POWER OE 4 PICOWATTS. 

3. ALL SIGNALS WERE RECEIVED FROM THE WEST. THIS 
CORRESPOND NTO THE DIRECTION OF A NEARBY TELEVISION 
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